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THE ANALYST. 

PURE ACIDS AND CHEMICALS 

FOR ANALYSIS. 


KNOWLES & PHILLIPS, 

47, MINORIES, E.C. 

PRICE LIST FORWARDED ON APPLICATION. 


N.B.—References as to quality and price kindly allowed by several 
leading Analysts already supplied. 


ALABASTER’S BALANCES. 


BEST ENGLISH MADE BALANCES AND WEIGHTS OF PRECISION 

FOR ANALYSIS OR ASSAYING. 



REMOVED. FROM 57, LUDGATE HILL, LONDON, E.C., 

TO 44. 0L0UGESTER STREET, H0LB0RN, W.C. 
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CHEAP CHEMICAL APPARATUS. 

NOW HE AJD Y. 

SECOND EDITION OF GRIFFIN’S CATALOGUE, 

ENTIRELY REVISED , AND PUBLISHED AT GREATLY REDUCED 

PRICES. 

Being the largest, ost complete, and cheapest List of Apparatus ever placed before the Public. 


CHEMICAL HANDICRAFT, 

A Classified and Descriptive Catalogue of CHEMICAL APPARATUS, with copious Explanatory Notes 
By JOHN J. GRIFFIN, F.C.S. In Demy 8vo. 472 pages, illustrated by 1,600 woodcuts. 

Price 4s. bound in cloth. Postage , Id. 

Published by JOHN GRIFFIN & SONS, 
CHEMICAL AND PHILOSOPHICAL INSTRUMENT MAKERS, 

22, GARRICK STREET, COVENT GARDEN, W.C. 
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MURRAY & HEATH’S 

FIVE GUINEA STUDENT’S MICROSCOPE, 

With Two Achromatic Object Glasses, 1-in. of 15° and 
j-in. of 75°, of excellent quality. 

The same form of Stand finished in a very superior 
manner, with Coarse Rack and Fine Screw Adjustments, 
Universal Movement to Stage, Plain and Concave 
Mirrors, and Two Object Glasses, as above, Price £7 7s. 


THE STUDENT'S BINOCULAR MICROSCOPE, 

With pair of Eye Pieces and Two Object 
Glasses as above, Price £10 15s. 


The Pocket or Sea-side Microscope, Clinical 
and Chemical Thermometers, Chemical, Physi¬ 
cal and Medical Apparatus, &c., &c. 

MURRAY & HEATH, 

Scientific Instrument Makers to Her Majesty 
and the Government Departments, 

69, JERMYN STREET, LONDON, S.W. 
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LAIORA. 

Professional Chemists, and Studying Men generally, who frequently suffer all the 
miseries of Constipation and its attendant discomforts, will be glad to learn that by using 
the above preparation, they can secure all the effects of the well-known JElectmire leniUf 
of the French Codex in an exceedingly palatable form. One trial will ensure 
continuance in its use. 

N.B.—None genuine without signature P. Gtjtot on each box. 

SOLD BY ALL CHEMISTS AND DRUGGISTS. 

In loxes at Is. 1 \d. each. Forwa/rded on receipt of Is. 3d. in Stamps. 
Wholesale— 82, SOUTHWARK STREET, LONDON, S.E. 


E. CETTI & CO., 

MANUFACTURERS OF 

BAROMETERS, THERMOMETERS, CHEMICAL 
AND PHILOSOPHICAL APPARATUS 

OF EVERY DESCRIPTION. 

Dr. Frankland’s Apparatus for Analysis of Water. Dr. McLeod’s Modification for 
Water and Gas. Professor Bischof’s Apparatus for Evaporation of Water. Dr. 
Sprengel’s Mercurial Air Pumps of every form. Water Pumps for quick filtration. 

Dr. Mill’s Colormeter. 

Drs. Russell and West’s Apparatus for Estimating Urea in Urine, Dr. Blackley’s 

Apparatus for Ditto. 

REGISTERED ENAMEL BACK URINE SEDIMENT TEST TUBES. 

11 and 31, Brooke Street, Holborn, London, Wholesale and for Exporation, and 
Rose Cottage Glass Works, Pratt Street, Lambeth. 


GLASS WOOL. 

NEW MATERIAL FOR FILTERING, ABSORBING, AND OTHER PURPOSES. 
Important to Analysts and Chemists engaged in scientific research. 

This Article is greatly superior to Asbestos for filtering purposes ; it is not acted upon 
by the strongest acids or alkalies. It is extremely fine, of a silky texture, and will be 
found of great value to managers of Chemical Works and others. It does not lose 
weight on ignition. Price 8s. 6d. per Ounce. 

SOLE AGENTS FOR THE UNITED KINGDOM, 

EDWARD ROHDE «&£ CO., 

2, FOWKE’S BUILDINGS, GREAT TOWER STREET, LONDON, E.C. 


Now ready, crown 8vo, 500 p.p., cloth, price 12s. 6d. (postage 8d.), 

THE COMMERCIAL HANDBOOK OF CHEMICAL ANALYSIS; 

OR 

P RA CTICAL INSTRUCTIONS FOR THE DETERMINATION OF THE INTRINSIC OR COMMERCIAL VALUE 
OF SUBSTANCES USED IN MANUFACTURE , IN TRADES, AND IN THE ARTS. 

By A. Normandy, 

Author of “ Practical Introduction to Rose's Chemistry’’ and Editor of Rose’s “ Treatise on Chemical 

Analysis’’ 

New Edition, Enlarged, and to a great extent re-written, by Henry M. Noad, Ph.D., F.R.S. 

With numerous Illustrations. 

“ Will be found to be essential to the Analysts appointed under the new Act.In all cases the most 

recent results are given, and the work is well edited and carefully written.” Nature. 

“ In a book of nearly 500 pages, we have simple yet scientific instruction how to examine almost every 
article of consumption. Metropolitan. 

CROSBY LOCKWOOD & Co., 7, Stationers’ Hall Court, London, E.C. 















Published on 01 January 1878. Downloaded on 27/10/2014 05:55:57. 


View Article Online 


THE ANALYST. 


In Wrapper, 2s. 6d. On Roller and Varnished, 6s. 

F OOD CHART, giving the Names, Classification, Composition, Alimentary Value, Rates of Digestibility, 
Adulterations, Tests, &c., of the Alimentary Substances in General Use. By R. Locke Johnson, 
L.R.C.P., L.R.C.S., &c. 

“ One of the most useful publications of the time .”—Weekly Review. 

London: Hardwicke & Bogue, 192, Piccadilly, W. 


P LATTNER’S QUALITATIVE AND QUANTITATIVE ANALYSIS WITH THE BLOWPIPE. 

Profusely illustrated, 515 pages, 8vo., new, 1875. Published at 21s. Offered for a short time at 6s. 6d. 
Letheby on Noxious Trades, Is. post free. Letheby on the Right Use of Disinfectants, Is. post free. 
Milk in health and disease, by A. Hutchinson Smee. Post free, 3s. 6d. 

London: Henry Kimpton, Medical Publisher and Bookseller, 82, High Holborn. 

Circulating Library, 21s. per annum. 

THE DETECTION OF ADULTERATION IN ARTICLES OF FOOD. 

In One Volume, crown 8vo. Illustrated by more than Two Hundred Woodcuts, price 24s. cloth. 

F OOD; its ADULTERATIONS and the METHODS for their DETECTION. By Arthur Hill 
Hassall, M.D. Lond., Member of the Royal College of Physicians of England; Senior Physician 
to the Royal Free Hospital, London; Physician to the Royal National Hospital for Consumption and 
Diseases of the Chest; Author ot The Reports on Food of “ The Lancet Analytical Sanitary Commission,” 
“ Food, and its Adulterations,” &c. 

London: Longmans & Co. 


A CHEMIST AND METALLURGIST, ANALYST AND ASSAYER, having a good knowledge of 
Metallurgy (specially of iron and steel) and practical experience in treatment of copper ores by 
(Henderson’s) wet process, in refining lead, manufacture of white lead, and some acquaintance with oil 
refining, specially cotton oil, desires an engagement. 

F.C.S. Alexander’s, 24, Old Cavendish Street, London, W. 


TO PUBLIC ANALYSTS AND OTHERS.—First-class Microscopic Slides of the 
Starches and Adulterations used in Food, Is. each. 

Jno. H. Martin, Micro-Assay LaDoratory, York Chambers, York Buildings, Adelphi, 

London, W.C. 


THE ANALYST, VOL. I., 

B EING the Second Volume of the Proceedings of the Society of Public Analysts, and 
embracing a large number of Original Papers on every branch of Chemical 
Analysis, with a Comprehensive Index of Subjects and Names. Price, bound in 
cloth, 7s., in half-calf, 9s. 

Edited (under the direction of the Committee of Publication) by G. W. Wigner, F.C.S. 
Published by W. Baxter, at the offices of the South London School of Pharmacy, 161, 
Kennington Cross, S.E., and sold by Messrs. Bailliere, Tindal & Co., King William 
Street, Strand, W.C. 


ONLY A VERY FEW NOW REMAINING OF THE 

“PROCEEDINGS OF THE SOCIETY OF PUBLIC ANALYSTS,” 

Vol. 1, 1870. 

Published by Elliott Stock, 62, Paternoster Row, E.C. 


NOTICE TO SUBSCRIBERS. 

The Subscription for “ The Analyst ” is 5s. per annum, payable in advance. Post Office 
Orders to be made payable to W. Baxter, at the Kennington Cross Post Office. 

All communications on literary matters to be addressed to the Editors, at 79, Great 
Tower Street, E.C. All business communications and advertisements to the Publisher at 
the Central Public Laboratory, Kennington Cross, S E. The Editors cannot undertake 
to be responsible for the return of rejected manuscripts. 


Printed for the Proprietors by Alfred Boot, 7, Mai k Lane, E.C. ; and published by W. Baxter, at the Offices of the 
School of Pharmacy, 161, Kennington Cross, S.E. ; and sold by Messrs. Bailliere, Tindall & Cox, King William Street. 
Strand, W.C. j and Elliot Stock, 62, Paternoster Row, E.C. 


















